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Gorge Water- 
power Electric 
Generating Sta¬ 
tion, north o f 
Akron, 



Aliove —Interior of 
Gorge Steam Power 
Station, showing Tur- 
hine-Generators. At 
right —Dam and Stor¬ 
age Reservoir, Gorge 
Waterpower Station, 


Gorge Steam Elec¬ 
tric Generating Sta¬ 
tion. Capacity 9U,UOO 
Horsepower. 
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Left —Type of 
substation sup¬ 
plying electric 
power and light to 
small community. 


Above —General 
Offices and Ter¬ 
minal Building, 
Akron. 
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Peter Witt type of car ex¬ 
tensively used in city serv¬ 
ice, for moving many riders 
rapidly. 


Interurban trains give fast, 
dependable service. 


Aerial view —Gorge Steam Electric Generating Station. 


































NORTHERN OHIO POWER & LIGHT COMPANY 


Akron, Ohio 
April 10, 1026 


To the Stockholders: 

V OUR Board of Directors submits the following report covering the opera- 
A tions of your property for the year ended December 31, 1925, together with 
comparative statement of income and expenses for the two preceding years: 


Gross Earnings: 

1925 

1924 

1923 

Electric . 

Transportation. 

. 6,177,541.54 

$ 4,716,808.02 
5,364,189.09 

$ 4,255,247.94 
5,849,877.04 

Total . 

. $11,499,698.45 

$10,0S0,997.11 

$10,105,124.98 

Operating Expenses and Taxes: 

Operating Expenses. 

Taxes. 

822.000.00 

$ 7,161,533.25 
741,900.00 

$ 0,986,196.27 
779.400.00 

Total . 


$ 7,903,433.25 

$ 7,765,596.27 

Gross Income. 

Interest and Other Fixed Charges . . . 

. $ 3,059,296.01 
. 1,557,841.98 

$ 2,177,563.86 
1,441,966.94 

$ 2,339,528.71 
1.310,533.49 

Net Income Available for Dividends 

and Retirement Reserve. 

Dividends on Preferred Stock. 

. $ 1,501,454.03 
437,334.22 

$ 735,596.92 

431,750.72 

$ 1,028,995.22 
412,300.27 

Balance . 

. $ 1,064,119.81 

$ 303.846.20 

$ 616,634.95 

Ratio of Operating Expenses to 

Gross Earnings. 

Ratio of Operating Expenses and Taxes 
to Gross Earnings. 

66.25% 

73.40% 

71.04% 

78.40% 

69.14% 

76.85% 


SERVICE ItENDE R E D 


Y^UR Company established, in 1925, new high records for total gross earn- 
^ ings in both electric and transportation departments. 


Comparative figures showing service rendered by the various departments 
for the past five years are shown in the following tabulation: 


Revenue Passengers Carried 


Calendar 

Electric Sales 

Electric 

Rail and Motor Buses 

Year 

in K. W. H. 

Customers 

City Systems 

Interurban Systems 

1921 

102,681,834 

40,103 

47,799,437 

16,820,442 

1922 

135,397,186 

45.496 

50,632,248 

17,117,064 

1923 

157,468,263 

48.328 

54,112,423 

16,784,535 

1924 

176,245,654 

51,516 

48.563,053 

14,478.984 

1925 

203,531,744 

56,000 

51,352,849 

14,266,754 
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NORTHERN OHIO POWER & LIGHT C O M I* A N Y 


Gross earnings totalled $11,499,698.45 and show an increase of $1,418,701.34 
or 14% over 1924. A study of the sources of gross earnings during the past 
several years reveals that while the earnings in the Transportation Department 
—a few years excepted—have increased gradually, it is in the Electric Depart¬ 
ment that the most constant and continued gains have been made. In 1915 the 
Electric Department contributed but little more than 19% of the total gross 
revenue, or $763,714. This proportion has steadily grown during the interven¬ 
ing years until at the beginning of 1926 it represented nearly one-half of the 
total business done. 

The sales of electric light and power in 1925 passed the 200 million kilowatt 
hour mark for the first time, thereby establishing a new high record. The sales 
for 1925 show an increase over 1924 of 27,286,090 kilowatt hours or 15.4%. In 
supplying the increased demand for electricity, a new record for maximum daily 
output was established on December 9th, when 1,127,400 kilowatt hours were 
delivered to the system. The maximum day’s output in 1924 was 916^120 kilo¬ 
watt hours. A new peak-load record for the year was made on December 5th. 
on which day the peak was 63,200 kilowatts (84,000 horsepower) as compared 
with 53,300 kilowatts (71,000 horsepower) in 1924. 

A total of 4,484 new electric customers was connected to the lines during 
the past year making a grand total of 56.000 customers served as of December 
31, 1925. 

In the Transportation Department an increase of 2,468,025 revenue passen¬ 
gers is shown for the year—160,823 tons of freight were handled and the gross 
revenue for this kind of business increased from $498,969.96 in 1924 to 
$647,711.51 in 1925. 

ADDITIONS AND IMPROVE M E N T S 

T HE sum of $2,471,832.07 was expended in 1925 for additions and improve¬ 
ments to your Company’s property. Of this total $770,232.58 were expended 
in the Electric Department and $1,645,918.96 in the Transportation Depart¬ 
ment. The balance was used for general purposes. 

The expenditures made in the Electric Department were largely to provide 
increased facilities for the transmission and distribution of electricity as required 
by the growth of the business. Some expenditures were also made for carrying 
on your Company’s established policy of improving and extending the system 
in the interest of increased efficiency, reliability of service and economy of 
operation. 

The major additions and improvements in the Electric Department were: 
Construction of an outdoor 22,000 volt switching station at the Gorge Power 
Plant. 

Construction of several 22,000 volt transmission lines in order to improve 
the service and to take care of new business. 

Additions to substations including the installation of transformers, with 
switching equipment, at Water Street, Akron, and the installation of voltage 
regulators there and at Ivenmore and various other places. 

Additions to the Akron underground system in the business district. 
Installation of additional street lighting equipment in various communities, 
a total of 8,301 street lighting units now being in service. 

Construction of pole and wire lines and installation of necessary meters and 
transformers to serve the 4,484 new customers gained during the year. 
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NORTHERN OHIO POWER & LIGHT C O MPA N Y 


Service was extended to and the following communities were added to the 
system: Boston Heights, Copley, East Liberty, Krumrov, Meyersville and 
Streetsboro. 

The most important expenditures made in the Transportation Department 
were: 

The purchase from manufacturers of thirty-three single-deck motor buses 
of improved type for operation in city and interurban service. The purchase, 
from competitors and other bus operating companies, of thirty-eight buses of 
various types for operation in city and interurban service. In this connection, 
your Company now owns and operates one hundred and sixty-two motor buses 
as an adjunct to its railway business. 

Construction in the interurban division of 18,100 feet of single track, to¬ 
gether with necessary passing sidings, between Bedford and “ Whitehouse Cross¬ 
ing” on the outskirts of the City of Cleveland. This piece of single track was 
built on the right of way of the Wheeling and Lake Erie Railroad in accordance 
with a twenty-five year agreement entered into with the railroad company. The 
building of this new track provides your Company with a private right of way 
for the distance named, and its construction eliminates many difficulties and 
dangers formerly encountered in operation on the public highway. The old 
track, which this private right of way replaces, has been torn up and local service 
is now given on the highway by your Company’s buses. This new interurban 
development is part of a proposed plan, which it is hoped will make possible later 
on the running of your Company’s interurban cars on a private right of way 
directly into the new Cleveland Railroad Terminal station now under construc¬ 
tion. When this development is fully completed it should greatly shorten the 
running time of interurban cars between Akron and Cleveland. The work of 
double tracking the interurban line between Canton and Massillon, replacing 
former single track, was completed during the year. Single track replacement 
work was done during the year on various lines in Akron, Canton, New Philadel¬ 
phia, and other places on the system. 

Rebuilding and equipping one hundred and three city electric passenger 
cars for one-man operation, which should result in considerable operating 
economy. 

The purchase of six new freight trail cars and the rebuilding of four passen¬ 
ger cars into freight motor cars. 


N E W B U S I N ESS AC T I V I T I E S 



OUR Company has continued to carry on systematic activities in the way of 


A securing new business in both the Electric and Transportation Departments. 
In the Electric Department there is a wide field to cover, for in it there are pos¬ 
sibilities not only for the sale of electricity for light but for power, heating, 
cooking, and various other purposes such as refrigeration and water heating in 
the home. The use of electricity commercially and in the industries is becoming 
each year more extensive and diversified. Merchants are finding out that the 
liberal use of light in stores and windows is a good investment, and manufac¬ 
turers are using electricity for various new purposes, such as brass melting, 
baking, annealing and tempering in the metal industry. Your Company pro¬ 
vides free of charge the services of competent lighting and power engineers for 
the purpose of helping and advising its customers as to the proper and most 
efficient method of using electricity. During the year your Company sold 3,100 
electric appliances, such as ranges, refrigerators, fans, etc., with an estimated 
annual consumption of over 500,000 kilowatt hours. 









NORTHERN OHIO POWER & LIGHT COMPANY 


TR AN S P O R T A TIO N DEV ELOPMENTS 


A S described in the 1924 report, a new transportation franchise covering opera¬ 
tions in the city of Akron was approved by the voters, November 4, 1924, 
and accepted by your Company November 12, 1924. It provides for co-ordinated 
street railway and bus service, elimination of competition on streets already 
served by your Company, and extension of new bus routes under direction of 
the City Council and by agreement with your Company. 

During the first year of operation under this franchise, your Company pur¬ 
chased the property and business of practically all competing bus lines in the 
city. These purchases, together with an increased rate of fare and the inaugura¬ 
tion of special express bus service at a ten cent fare as provided for in the fran¬ 
chise, are expected to improve the Akron railway situation. 

In Canton, your Company is still bothered by unfair and unwarranted bus 
competition. It is hoped, however, that this situation will be improved during 


1926. 


FINANCIAL 


ITH the exception of the $1,500,000 of two-year notes issued early in the 



^ * year and referred to in last year’s annual report, and the sale of 7% 
Preferred Stock on the Customer Ownership Plan, no public financing was done 
by your Company during 1925, which made it necessary to incur certain bank 
and other indebtedness. Payment of this indebtedness was largely arranged 
for by an issue of $2,500,000 in principal amount of 15-Year 6y 2 % Debentures 
(authorized by the Public Utilities Commission of Ohio) to be sold in January, 
1926. As a result of this financing your Company was able to fund a large 
portion of its floating indebtedness and to materially improve its financial 


condition. 


CUST O M E It O W N E R S H I I* 


HPIIE Customer Ownership Plan of selling stock was inaugurated in 1921. 

^ Since that time 17,904 shares of 7% Preferred Stock of a par value of 
$1,790,400 have been purchased by the people of northern Ohio at $95 per share, 
at which price it yields a return of 7.37%. On December 31, 1925, your Com¬ 
pany had 4,331 stockholders. The list of stockholders reflects the citizenry of 
the communities in which your Company operates, in that nearly every trade 
and occupation is represented. The consistent growth of this partnership be¬ 
tween the people of northern Ohio and your Company is a splendid tribute 
to the Company and shows that it has the confidence of the public and occupies 
an important place in the communities served. 

EMPLOYES’ GROUP INSURANCE ANI) PENSION FUND 

T I1E Group Life Insurance Plan whereby your Company provides its em¬ 
ployes in service a year or more, with life insurance free of cost, the amounts 
of policies varying with the length of service, was inaugurated in 1925. This 
insurance, for the benefit of the employes and their dependents, contains dis¬ 
ability provisions and is available without physical examination, and by virtue 
of it, employes who through physical disability or for other reasons are unable 
to obtain life insurance elsewhere, are to this extent protected. On December 
31, 1925, 1,940 employes were insured for a total of $1,953,000, and during the 
year $9,500 was paid to the beneficiaries of nine employes. 
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The Pension Fund at the end of the year totalled $52,928.89 in cash and 
investments, an increase of $2,296.98 over 1924. During the year eleven em¬ 
ployes were granted pensions and two died, leaving sixty employes participating 
in pensions as of December 31, 1925. 

SAFETY AND ACCIDENT PREVENTION 

Y OUR Company has continued its systematic safety and accident prevention 
program in all of its departments with gratifying results. Safety work of 
similar character has been fostered in the public schools, and your officers are 
sure it has been of great value. This statement is fully proven by the fact that 
notwithstanding a considerable increase in car and bus miles operated in 1925 
over 1924, and notwithstanding an increase in registration of automobiles of 
approximately 30%, the records show that not a single passenger or trainman 
was killed on the entire system during the past three years. 

CHANGE IN NAME OF THE COMPANY 

O N February 9th, 1926, a resolution was passed by the Directors of your 
Company to amend the Articles of Incorporation so as to change the Com¬ 
pany’s corporate name to Northern Ohio Power and Light Company. This 
amendment was submitted to the stockholders and approved by them at a special 
meeting held on March 15, 1926. Your Directors deemed it advisable to make 
this change in name in view of the fact that the electric light and power busi¬ 
ness has become such an increasingly important factor in the affairs of your 
Company. 

THE F OSS S U I T 

nPHE action brought by Walter D. Foss against your Company and others in 
^ the Summit County Court of Common Pleas, Cause No. 54,424, referred to 
in the letter to you of A. C. Blinn, Vice-President and General Manager, dated 
May 1, 1925, is being defended by your Company which was personally served 
with process and by the other defendants who appeared voluntarily. 

Mr. Foss complains of the engineering and service contracts with The North¬ 
ern Ohio Power Company. The contracts were made by your Board of Directors 
after full discussion and upon complete understanding; and after operating 
under them for more than nine years your Board of Directors is unanimously 
of the opinion that they have been and are reasonable and desirable and that the 
services required by them have been and are being rendered and were and are 
worth the amounts paid therefor. 

Mr. Foss complains of the payment of dividends on the Common Stock and 
alleges that sufficient amounts have not been appropriated for depreciation or 
retirement reserve. For the years 1917-1925, both inclusive, your Company ex¬ 
pended for the maintenance of its property or credited to a Retirement Reserve 
Account an average of more than 20% of its gross receipts, that is to say, sepa¬ 
rate and apart from the amounts expended for additions, extensions and better¬ 
ments which were charged to Capital Account, twenty cents out of every dollar 
received has been applied to or reserved for the upkeep of the property which 
is an amount considerably in excess of that which other companies of like nature 
are spending or accruing for such purpose. 

On December 31, 1916, your Company’s Plant & Property Account was 
$27,962,920.65 and there was $1,011,630.78 to the credit of Retirement Reserve 
Account which is 3.62% of the Plant & Property Account. On December 31, 
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1 925, your Company’s Plant & Property Account was $45,437,550.59 and there 
was $3,314,593.11 to the credit of Retirement Reserve Account which is 7.29% 
of the I lant & Property Account. Your Company’s property dui’ing this period 
has been well maintained and greatly improved. 


On December 31, 1916, your Company had $9,000,000 of Common Stock 
outstanding On December 31, 1925, it had $10,000,000 of Common Stock out- 
For t ^ e .‘ yca . rs . 1917-1925, both inclusive, nine years, your Company 
paid $3,774,530.37 in dividends on its Common Stock averaging only 4.56% per 
annum and the common stockholders during the same period purchased from 
your Company $1,000,000 of its common stock at par and this money was spent 
on improvements to the property. 

.\ 917 ; 1925 ’. ^ oth inclusive > nin e years, your Company paid 
$3,23^680.2* in dividends on its Preferred Stock being 6% on its Six Per Cent 
Preferred Stock and 7% on its Seven Per Cent. Preferred Stock 


On December 31, 1925, your Company had a surplus of $760,092.24 ex - 
elusive of the credit to the Retirement Reserve Account above referred to beinq 
a total Reserve and Surplus of $4,074,685.35. 

\ our Board of Directors is well satisfied that the complaints of Mr. Foss 
are wholly without foundation and can be readily refuted. 




GENERAL 

ID LSI NESS conditions were generally satisfactory throughout your Company’s 

territory in 1925. Building activities, as represented by permits issued, 
w r ere greater than in the previous year. In Akron, building permits exceeded 
$14,000,000, or nearly double the total for 1924. Permits for Akron residence 
building in 1925 totalled $8,250,000 as compaied with $4,788,000 in the pre¬ 
ceding year. Other communities served also experienced satisfactory building 
increases. 

The civic and industrial building program for 1926 in your Company’s 
territory calls for the expenditure of upwards of $30,000,000. Plans include 
expenditures for water, paving, and sewage disposal projects, improvements 
by steam railroads, telephone and other utilities, also large expenditures for 
residential, commercial and industrial purposes. 

Your Company’s sources of revenue are well diversified and, as shown in 
the chart on page 19, there is no one class of industry predominant as a con¬ 
sumer of electricity. Earnings derived from the sale of electricity to the rubber 
industry represent but 17.9% of the total electric business. 

In the light of present and anticipated conditions, the outlook for increased 
business for your Company in 1926 is favorable. 

The books of account, securities, cash, etc., of your Company have been ex¬ 
amined and verified by Arthur Andersen & Co., accountants and auditors, and 
their certificate of audit is included in this report, together with statement of 
income for 1925 and balance sheet as of December 31, 1925. 

On behalf of the Directors it is a pleasure to express appreciation of the 
results accomplished by the organization during the year, and to bespeak a con¬ 
tinuance of this loyal and efficient service. 

By Order of the Board of Directors. 

B. C. COBB, 

President. 
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CABLE ADDRESS ARTHANDER'' 

ARTHUR ANDERSEN & CO. 

ACCOUNTANTS AND AUDITORS 

MEMBERS AMERICAN INSTITUTE OF ACCOUNTANTS 


NEW YORK 
CHICAGO 
MILWAUKEE 
WASHINGTON 
KANSAS CITY 


67 WALL STREET 

New York 


April 7, 1926. 


To the Stockholders of 

Northern Ohio Power iC* Light Company: 

We have audited the books and accounts of Northern Ohio Power & Light 
Company, formerly The Northern Ohio Traction & Light Company, for the 
year ended December 31, 1925, and we hereby Certify that, in our opinion, 
the attached Balance Sheet and Income and Surplus Account correctly reflect 
the financial condition of the Company at December 31, 1925, and the results 
from operations for the year ended that date. 

(Signed) ARTHUR ANDERSEN & CO. 


fill 









NORTHERN OHIO POWER & LIGHT COMPANY 
(Formerly The Northern Ohio Traction & Light Company) 

Balance Sheet—December 31, 1925 


ASSETS 

Property, Plant and Equipment—General Account .... $45,437,550.59 
Investments in and Advances to Subsidiary and Other Companies 1,048,673.85 

Special Deposits. 1,597.26 

Bond Discount and Expenses in Process of Amortization . . 1,687,919.91 

Deferred Charges and Prepaid Accounts: 

Unexpired Insurance and Prepaid Expenses . . $ 41,480.10 

Unadjusted Items . 177,410.07 218,890.17 


CURRENT ASSETS: 

Cash and Working Funds.$187,537.50 

Cash Deposited for Matured Bond Interest and 
Preferred Stock Dividends (per Contra) . . 198,788.00 

Accounts Receivable—Net. 592,523.19 

Notes Receivable. 16,020.97 

Due on Subscription to 7% Preferred Stock . . 105,633.46 

Materials and Supplies. 688,912.54 1,789,415.66 


Total.$50,184,047.44 
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NORTHERN OHIO POWER & LIGHT COMPANY 

(Formerly The Northern Ohio Traction & Light Company) 


Balance Sheet—December 31, 1925 

*8 


LIABILITIES 

CAPITAL STOCK—FAR VALUE $100.00 
6% Cumulative Preferred— 

Issued . .$4,837,100.00 

Loss—Deposited as Collateral to 

Secured Notes. 225,000.00 $4,612,100.00 


7% Cumulative Preferred— 

Outstanding.$2,355,300.00 

Subscribed but Unissued . . . 139.500.00 2,494,800.00 


Common Stock Outstanding. 10,000,000.00 $17,106,900.00 

Funded and Secured Debt (Details on Page 15). 23,454,000.00 

Two-Year Unsecured Notes, 6%, due February 1, 1927 . . . 1,000,000.1)0 " 

DEFERRED LIABILITIES: 

Caving Assessments.$ 289,290.95 

Customers’ Deposits. 191,500.50 480,791.45 ^ 


CURRENT LIABILITIES: 

Bank Loan (Secured by $2,000,000 of General 


and Refunding Mortgage Bonds) .... $ 1,500,000.00 

Notes Payable. 298,481.72 

Audited Accounts and Wages Payable . . . 775,209.80 

Bond Interest and Preferred Stock Dividends 

Payable (per Contra). 198,788.00 

Accrued Interest. 380,114.83 

Accrued Taxes. 479,237.10 

Workmen’s Compensation Awards .... 35,434.42 

Sundry Current Liabilities. 155,829.24 


3,823,095.11 ✓ 


RESERVES: 

Retirement Reserve.$ 3,314,593.11 

Injuries and Damages (Subject to Adjustment 
dependent upon ultimate requirement to 

settle pending claims). 188,895.53 

Other Operating Reserves. 12,000.00 3,515,488.64 / 


Premium on Preferred Stock. 43,680.00 •' 

Surplus . 760’092!24 

Total.$50,184,047.44 


Note Company sold $2,500,000 Fifteen-Year (>'A% Debentures In January, 1926, the 
proceeds of which were applied to the reduction of outstanding indebtedness and 
other corporate purposes. 
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NORTHERN OHIO POWER & LIGHT COMPANY 

(Formerly The Northern Ohio Traction & Light Company) 


INCOME ACCOUNT 

For the Year Ended December 31, 1925 
and 

SUMMARY OF SURPLUS ACCOUNT 


INCOME ACCOUNT 


GROSS EARNINGS: 

Electric. 

Transportation . 

Total Gross Earnings . 
Operating Expenses and Taxes 


$ 5,322,156.9 °/ 0 
6.177,541.54^, 5 3 7 2- °/^ 

$11,499,698.45 

8,440.402.44 


Net Earnings. 

Interest and Other Fixed Charges 


$ 3.059,296.01 
1,557,841.98 


Net Income Available for Retirement Reserve and Dividends $ 1,501,454.03 


SUMMARY OF SURPLUS ACCOUNT 

SURPLUS—JANUARY 1, 1925 .$ 445,074.55 

Net Income Available for Retirement Reserve and Dividends, 

Year Ended December 31, 1925 (as above). 1,501,454.03 


$1,940,528.58 


DEDUCT: 

Appropriation for Retirement Reserve . . . $700,000.00 

Dividends on Preferred Stock. 437,334.22 1,137,334.22 

$ 809,194.36 

Deduct—Sundry Surplus Adjustments—Net. 49,102.12 

Surplus—December 31, 1925, per Balance Sheet.$ 760,092.24 
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NORTHERN OHIO POWER & LIGHT COMPANY 
(Formerly The Northern Ohio Traction & Light Company) 


FUNDED AND SECURED DEBT OUTSTANDING 


December 31, 1925 


Particulars 


The Northern Ohio Traction & Light 
Company : 

# General and Refunding Mortgage 
Gold Bonds. 

First Lien and Refunding Mortgage 
Gold Bonds. 

General and Refunding Mortgage 
Gold Bonds. 

f Seven-Year Secured Gold Bonds 

First Consolidated Mortgage Gold 
Bonds . 

First Consolidated Mortgage Gold 
Bonds . 

t The Northern Ohio Traction and 
Light Company—Secured Notes 

The Canton-AkroN Consolidated 
Railway Company General Con- 
soijdated Mortgage Gold Bonds 


Rate 

Maturity 

Held by Public 

6 % 

March 1,1947 

$10,953,000 

5% 

Aug. 1,1956 

4,616,000 ✓ 

6 % 

Sept. 1,1926 

1,288,000 

6 % 

June 1,1926 

1,856,000 

5% 

Jan. 1,1933 

996,000 k 

4% 

Jan. 1,1933 

2,223,000 ' 

71/4% 

Dec. 1,1928 

750,000 

5% 

Jan. 1,1933 

772,000 - 

$23,454,000 


* Secured by deposit of $11,819,500.00 of The Northern Ohio Traction & Light Company, 
First Lien and Refunding Mortgage 5% Gold Bonds. $2,000,000 additional General 
and Refunding Mortgage Gold Bonds issued and pledged as collateral to bank loan. 

t Secured by Deposit of $2,320,000.00 of The Northern Ohio Traction & Light Company, 
First Lien and Refunding Mortgage 5% Gold Bonds. 

t Secured by deposit of $637,500.00 of The Northern Ohio Traction & Light Company, 
First Lien and Refunding Mortgage Gold Bonds and 2,250 shares of G% Preferred 
Stock. 
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Electric 
freight 
trains 
loading at 
Cleveland 
terminal. 


Interior of Electric 
Refrigerator Car, 
showing shipment of 
meat and food prod¬ 
ucts electrically 
cooled. 


Interurban motor 
coaches serve wide 
tetTitory. 


Deluxe express motor 
coaxhes provide pop¬ 
ular service. 


Electric Refrigerator Car, an interesting feature of 
the Company'8 growing freight business. 


















































NORTHERN OHIO ROWER & LIGHT COMPANY 



Riverside Substa¬ 
tion, adjoining 
Gorge Steam 
Power Plant. 


Water Street 
Substation, 
Akron. 



High Street Substation, Akron. 


Kenmore Substation. 


Electric Power and Light Transmission and Distribution Facilities 
Developed to Supply Growing Needs 































































































NORTHERN OHIO P O WE R & LIGHT CO MPA NY 



GROSS EARNINGS OF 
ELECTRIC DEPARTMENT 


1010.$1,188,852.70 

1917 . 1,709,511.07 

1918 . 2,448.205.39 

1919 3,094,397.30 

1920 . 3,029,234.20 

1921 3,214,470.44 

1922 . 3,023,020.07 

1923 . 4,255,247.94 

1924 . 4,710.808.02 

1925 . 5,322.150.91 

Proportion of Electric Earnings 

to Total Gross Earnings 

1910.23% 

1925 ..... 49% 


GROWTH OF 
ELECTRIC SALES 

Kilowatt Hours 


1910 . . . 

. . . . 75,300,384 

1917 . . . 

. . . . 110,028.494 

1918 . . . 

. . . . 113,710.277 

1919 . . . 

. . . . 138,079,216 

1920 . . . 

. . . . 148,081.253 

1921 . . . 

. . . . 102,G81.834 

1922 . . . 

. . . . 135,397,186 

1923 . . . 

. . . . 157,468,203 

1924 . . . 

. . . . 176,245,654 

1925 . . . 

. . . . 203,531,744 
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NORTHERN OHIO POWER & LIGHT COMPANY 



GROWTH OP ELECTRIC CUSTOMERS 


1916 . . . . 

.16,785 

1921 . . . . 


1917. 

. 22,072 

1922 .... 


1918. 

. 24,990 

1923 . 


1919. 

. 82,007 

1924 . 


1920 . 

. 38.438 

1925 . 

. 56,000 


Sources of Electric Revenue - 

1925 

Residential 

Commercial City 

49 - 9% anting . w///////mmm////m////mm/m. 

17.9% Rubber Industry- 

-wmm, 

15.9% Miscellaneous Power Users..-.. 

-warn. 

6.9% Electric Transportation Utilities--- 

. m 

5.4 ^ Foundries, Boiler and Machine Shops,etc.- 

.* 

48% Other Public Service Companies- 

u 
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NORTHERN OHIO ROWER & LIGHT COMPANY 



Views of 132,000- 
volt steel tower trans¬ 
mission lines. 


Right —Steam Elec¬ 
tric Generating Sta¬ 
tion at Windsor, W. 
Va. (Ohio Power Co.), 
interconnected w i t h 
Northern Ohio sys¬ 
tem. 


Above —Steam Elec- 
trie Generating Sta¬ 
tion of Cleveland Il¬ 
luminating Co., inter¬ 
connected with North¬ 
ern Ohio system. 





































NORTHERN OHIO POWER & LIGHT COMPANY 




View of new track on Akron-Clevelund View of new double track line between 

route, between North Bedford and White- Canton and Massillon, 

house. 



‘The People are Riding"—At left —Safety loading platforms of this type, built by the Company, 
prove popular with Akron patrons. Right —Akron city bus taking on passengers. 



























































Portsmouth!”^ 

u-w' V S Mile 
\ : r- 


LINES OF OTHER COMPANIES SERVED FROM SYSTEM 
132,000 VOLT TRANSMISSION LINES OWNED 
132,000 VOLT TRANSMISSION OF OTHER COMPANIES 
POWER AND LIGHTING SERVICE TO COMMUNITIES 
POWER SOLD TO OTHER COMPANIES ■ STEAM STATION 
POWER RETAILED BY OTHER COMPANIES 
HYDRO-ELECTRIC STATION B DISTRIBUTION SUB STATIONS 


E. HENCE & Co.. Inc. 


Feb. 1926 


























































Northern Ohio Power 
& Light Company System 

TRANSPORTATION LINES 

= DOUBLE TRACK SINGLE TRACK 

TRACKAGE RGTS. MOTOR BUS = 


NOTE:CITY RAILWAY) AKRON, CANTON AND 
SERVICE ) MASSILLON 

city ser 0 vice BUS ] akron and CANT0N 


\ Jrf - 

• ^ V j 

i T 1 * y <■ <■! 

< ^LLeavittsburg\v / ^ 


Feb. 1926 









































































NORTHERN OHIO POWER & LIGHT COMPANY 
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